The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/13/2011 


Sulyiin Walton 

Assistant District Attorney, Suffolk County 


Dear ADA Walton, 


Enclosed is the infonnation you requested in regards to Commonwealth vs. 
Inc luded are copies of the following: 



1. Curriculum Vitae for Annie Dooklian and Stacey Feiden. 

2. Drug Analysis Laboratoiy Receipt. 

3. Control Cards with analytical results for samples 

4. Ajialysis sheets with custodial chemist’s hand notations and test results, 

5. GC/Mass Spectral anal)dica] data for samples 

Stacey Feiden was the custodial chemist and performed the preliminary testing and net weiglit for 
tills sample. Annie Dooklian was the confinnatoiy chemist and analyzed the GC/MS data for this 
sample. 


if you have any questions about these materials, please call me at the number below. 



Annie Dooklian 
Chemist II 
Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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CuitIchIuui VKae 


Annlo Kliaii (Uookiiau) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Expericuco; 

2003 - present 

Chemist I. H. Massachusetts Department of Public Health, Dnig Analysis Laboratory 

^Completed six-week training course conducted by senior staff witliin the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit dings to detennine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instruraenlation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S, District Court 
2001-2003 

OC Analyst 1. tl . UMA'fS-Massachusetfs Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a methber of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enliancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA, 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analjlical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the PDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training; 

Dept, of Justice ~ Forensics Professionals, (numerous Irainings) 

GLP/GMP course with Massachusetts Biologic Laboratory, 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses wth Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectres. 

TOC training with MBL and Sievers. 

Associatlou: < 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAPS) 
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Desjardins 

Stacey .feiden@state.nna.us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science-Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 

Chemist i 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope, Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire Slate Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry I, I!, 
and III, Biochemistry, Advanced Inorganic Chemistry 
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DEPARTMENT 


DRUG RECEIPT 


District/Unit 0 


■ri ‘ J '7 

i I y I 


PAGE 

DESTRUCTION # 


Name & Rank of Arresting Officer b...J/'<AC/^,,>^ST-y /.TT' 


\J 7'''’ 

ID# 


DEFENDANT’S NAME 


ADDRESS 


C!TY 


STATE 

f'U- 


DESCRIPTION OF ITEMS SUBMITTED 



f.- 

Y ^ 

(y^f72" 

■ "10“ 


iC 


2-' "'iD/3oS" 


{i' 


O- 

Kf f 





pLtv- 



P/.v'A- 

Pl-Uo 

'bc^ 

If u 

2o) 

P^vy.- 

- Pi.ut<: 

be/’' 

"26)" 

. Pi/tt'S 

be/’ 

be?'' 

wUrvi. PiLu-s 

CTO 



GROSS 

QUANTITY 






LAB USE ONLY 


GROSS 

WEIGHT 


ANALYSIS 

NUMBER 



jM 

jM 



yo /) y 


To be completed by ECU personnel only 

Name and Rank of Submitting Officer 

{//4i 

Received by . T/\/^ 


_ ID# __ 

Date 

ECU Control # 
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No. Date Analyzed: 

City: Boston D.C.U, Police Dept. 

Officer: P.O. SYBIL WHITE 
Oef: 

Amount; 3.0 SubstTAB 

No. Cont: 1 Cont: pb 

Date Rec'd; 10/06/2010 No. Analyzed: 

Gross Wt.: 1.93 Net Weight: 0.3^0 

# Tests; \ 3_0 ^ 


cxMCOdont 

Prelim; \ 


Findings: 


No 
City 
Officer 
Def 
Amount 
No. Cont: 
Date Rec'd 
Gross Wt. 


Date Analyzed: o ^ \ 

Boston D.C.U. Police Dept. 

P.O, SYBIL WHITE 


5.0 


Cont: pb 


10/06/2010 
4.38 ■/ 


SubstTAB 


No. Analyzed: 

Net Weight O-ls&C 


Prelim 


# Tests: 


4 


No 
City 
Officer 
Def 
Amount 
No. Cont 


Date Analyzed: O ' 

Boston D.C.U, Police Dept. 

P.O. SYBIL WHITE 


2.0 

1 


Cont: pb 


Date Rec'd: 10/06/201(K 
li/ 


Gross Wt: 


4.11i 


Prelim 




Findings: 


Subst: TAB 

No. Analyzed: 

Net Weight: OMOQ 
# Tests: 

<^>^cocien.£. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY toMon 


No. of samples tested: 


ANALYST 
Evidence Wt 


/ 


PHYSICAL DESCRIPTION: 

" \0 b\ut ^Dvo\ lobs 



Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
NetWt 



" OOSB 6) 


PRELIMtNARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 

rn\crorfYdfii 


PRELIMINARY TEST RESULTS 

RESULTS ompneMn r 

PATE 


GC/MS CONFIRMATORY TEST 

RESULTS Qrnpbflnrpiin i? 

MS » 1— 

OPERATOR /\OU _ 

DATE 1-6'U_ 


Revised 7/2005 










MICROMEDEX® Healthcare Series : POISEXDEX® Document 
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POISINDEX® Product List 

Dextroamphetamine Saccharate, Amphetamine Aspartate, Dextroamphetamine Suifate, 

Amphetamine Sulfate 10 Mg Tablet 

Regulatory-Status: Schedule 

Active-Ingredients; Amphetamine Sulfate - 2.5 MG 

Dextroamphetamine Sulfate - 2.5 MG 
Dextroamphetamine Saccharate - 2.5 MG 
Amphetamine Aspartate - 2.5 MG 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: Barr Laboratories 

Product ID: 6235413 

AAPCC Code: 001000 - Amphetamines and Related Compounds 
Registry Number; NDC 00555-0972-02 

Notes 

Notes: This product may have old or alternate imprints. 

Physical Description 

Imprint: 8; 972; 1:0 
Form: Tablet 
Color: blue 

Shape; Oval: scored, with partial bisects 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http;//ww\v.thomsoiihc,com/hcs/)ibrarian/PFDefaultActionId/pfPrint.Ready 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 6CH\Or\ 


No. of samples tested: 


ANALYST 5l O 

Evidence Wt \/ 


PHYSICAL DESCRIPTION: '"BlQCVfrt '"t j 

-1.5 LDhrtc ovQ\ labs 

) 


Gross wt { ): 
Gross Wt ( ): 


Pkg. Wt:_ 

NetWt: 


" OOB^ B 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


SB 


MlcrocfVstalltne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

rrncmmcclex 


PRELIMINARY TEST RESULTS 
RESULTS n)^v^ OC\On€_ 
DATE \?.-cA-lO 


GC/MS CONFIRMATORY TEST 
RESULTS if?* 



MS ^ 

OPERATOR ABl.J 


DATE 




Revised 7/2005 
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POISINDEX® Product List 

Oxycodone and Acetaminophen 

Also known as Acetaminophen 8c Oxycodone 
Acetaminophen and Oxycodone 
Oxycodone 8t Acetaminophen 

Regulatory-Status; Schedule II 

Ingredients 

Active-ingredients: Oxycodone Hydrochloride -10 MG 
Acetaminophen - 325 MG 

Excipients: Crospovidone 

Cellulose, Microcrystalline 
Povidone 

Starch, Pregelatfnized 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 100; With Ten 2X5Cards 
Contact: Covidien Majiinckrodt 
Product ID: 6594257 

AAPCC Code: 072702 - Acetaminophen with Oxycodone 

Registry Numbers: NDC 0406-0523-01 
NDC 0406-0523-62 

Physical Description 

Imprints: M523 - The M523 islmprinted on one side and 10/325 on the reverse side, 

10 325 

Alt Imprints: M523 10 325 - The M523 islmprinted on one side and 10/325 on the reverse side. 
M523 10325 

Form: Oral Tablet 

Color: White to Off-White 

Shape: Capsule-shape 

© 1974- 2010 Thomson Reuters. Ail rights reserved. 


http://www.thomsonhc.com/hcs/librariaii/PFDefaultActionId/pf.PrintReady 12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY tost on ANALYST SL H 

Evidence WL \/ 


PHYSICAL DESCRIPTION: ^Q\CCj 

'30 u)hitt,ovQl lob's, 

(iobzs) 


Gross Wt ( ) 
Gross Wt ( ) 


Pkg. Wt 
Net Wt: 




"Goss 6 


-elested 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's __ 

Mecke's 


MIcrocrvstalllne Tests 

Gold 

Chloride_ 

tltax_1_ 

OTHER TESTS 

m\cromecle)( 


PRELIMINARY TEST RESULTS 
RESULTS OX\jCCCiOng - 

date 


GC/MS CONFIRMATORY TEST 

RESULTS Qt\|CiljQn^ 

OPERATOR _ 

DATE \ _ 


Revised 7/2005 
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POISINDEX® Product List 

Oxycodone and Acetaminophen 

Also known as Acetaminophen & Oxycodone 
Acetaminophen and Oxycodone 
Oxycodone & Acetaminophen 

Regulatory-Status: Schedule II 

Ingredients 

Active-ingredients: Oxycodone Hydrochloride -10 MG 
Acetaminophen - 325 MG 

Excipients: Crospovidone 

Cellulose, Microcryslalline 
Povidone 

Starch, Pregelatinized 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability; United States 

Avaliabie-Contalner-Sizes: Bottle of 100; With Ten 2X5Cards 
Contact; Covidien Mallinckrodt 
Product ID: 6594257 

AAPCC Code: 072702 - Acetaminophen with Oxycodone 

Registry Numbers: NDC 0406-0523-01 
NDC 0406-0523-62 

Physical Description 

Imprints; M523 - The M523 isimprinted on one side and 10/325 on the reverse side. 

10 325 

Alt Imprints: M523 10 325 - The M623 isimprinted on one side and 10/326 on the reverse side. 
M523 10325 

Form; Oral Tablet 

Color: White to Off-White 

Shape: Capsule-shape 

<g) 1974- 2010 Thomson Reuters. All fights reseived. 


■http://ww\v.thomsoiilic.coni/hcs/libranaii/PFDefaultActionId/pf.PrintReady 12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 


AGENCY ftoston 


No. of samples tested: 


ANALYST 
Evidence Wi 



PHYSICAL DESCRIPTION: ^\OA£C\ Gross Wt ( );_ 

- S ,nx\na Gross Wt( ):_ 

Pkg.Wt:_ 

(LO j NelWl: \ .£.\ n 

- ouc ol each leaded 

- \ p\nt^ round lab -QQ03 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis __ 

Froehde's_ 

Mecke's 


Microcfvstalline Tests 
Gold 

Chloride_ 

TLTAjLJ_ 

OTHER TESTS 

micrpmedcx 


PRELIMINARY TEST RESULTS 

results Al^codoof. 
date Ve..gA-lQ 


GC/MS CONFIRMATORY TEST 

RESULTS mMCcdonc 

I 

MS A 

OPERATOR T\6\j _ 

DATE 


Revised 7/2005 
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POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 

Regulatory-Status: Schedule il 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 20 MG 

Excipients: Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyi Alcohol 
Talc 

Titanium Dioxide^ 

Triacelin 

Polysorbate 80 

Ferric Oxide, Red 

Ammonio Methacrylate Copolymer 

Hypromellose 

Lactose 

Avaiiability & Manufacturing 

Availability: United Slates 
Avallabie-Container-Size: Bottle of 100 
Contact; Aclavis Totowa 
Manufacturer Product ^2-40902 


Product ID: 7024625 

AAPCG Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NOC 52152-409-02 

Physical Description 

imprints: OC - The tablet is imprinted with OC on one side and 20 on the other. 

20 

Form: Oral Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


12/28/2010 


http://www.thomsonhc.com/lics/librai‘iaii/PFDefaultActionId/pf.PrintReady 
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POISINDEX® Product List 


Oxycontin 


Regulatory-Status: 

Ingredients 

Active-Ingredient: 


Schedule II 


Oxycodone Hydrochloride - 20 MG 



Excipients: Butylated Hydroxytoluene 
Hypromellose 
PEG-400 

Polyethylene Oxide 
Magnesium Stearate 
Titanium Dioxide 
Polysorbate 80 
Ferric Oxide, Red 


Availability & Manufacturing 

Availability: United States 
Availabfe-Container-Sizes: Strip of 20; Bottle of 100 
Contact: Purdue Pharma 


Product ID: 7090345 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 59011-0420-20 
NDC 59011-0420-10 


' Physical Description 

Imprints: OP - The tablet is debossed with OP on one side and 20 on the other. 
20 

Form: Oral Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters, All rights reserved. 


http://www.thonisonhc.conT^ics/librarian/PFDefauItActionId/pf.PrintReady 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE if 



No. of samples tested: 


AGENCY 609)tOn 


ANALYST V 




Evidence Wt 


PHYSICAL DESCRIPTION; -sianecl seQ\ec1 

“one. 'ovoLor\,rojnd iQb 



Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
NetWt 


O AQa 


“Oqos 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Macke's 


MIcroctvstalilne Tests 
Gold 

Chloride_ 

TLTA_[_J_ 

OTHER TESTS 

m\cu~-.merle,x 


PRELIMINARY TEST RESULTS 
RESULTS nxx'mdong. 
DATE ^ -'P!^\ - \0 


GC/MS CONFIRMATORY TEST 

RESULTS 0K\|crdQng’ 

OPERATOR _ 

DATE l-n-U 


Revised 7/2005 
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POISINDEX® Product List 

Oxycontin 

(Between January 2008 and August 2010) 

Regulatory-Status: Schedule II 
Ingredients 

Excipients: Ammonlo Methacrylate Copolymer 
Hypromeilose 
Lactose 

Magnesium Stearate 
PEG400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 
Triacetin 
Polysorbate 80 
Ferric Oxide, Red 
Ferric Oxide, Yellow 
Ferric Oxide, Black 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: Purdue Pharmaceutical Products 

Product ID: 6837780 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 

Registry Number: NDC 59011-0830-10 

Notes 

Notes: This product Was discontinued in 2010 
Physical Description 

Imprints: OC - The tablet is imprinted with OC on one side and 30 on the other side. 

30 

Form: Ora! Tablet, Extended Release 
Color: Bfowii 
Shape: Circle 


© 1974" 2010 Thomson Reuters. All rights reserved. 


12 / 28/2010 
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DRUG POWDER ANALYSIS FORWI 


SAMPLE U 



No. of samples tested: 


AGENCY Boston 


analyst SV_Q 


Evidence Wt 



PHYSICAL DESCRIPTION: 3\( wc\ 

'5 , round iQte 



Gross Wt { ) 

Gross Wt ( ) 

Pkg. Wt 
NetWt 


Q.sqc^ 


' c\050 6 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride___ 

TLTAi_J_ 

OTHER TESTS 

rn\c.romfde.x 


PRELIMINARY TEST RESULTS 
RESULTS ox\|cnc\me 
DATE to?Pl'\0 


GC/MS CONFIRMATORY TEST 
RESULTS ntxiGTlone 

OPERATOR A O l ) _ 

DATE 1-3- 1 I 


Revised 7/2005 
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POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule 11 
Ingredients 

Activedngredient: Oxycodone Hydrochloride - 20 MG 

Excipients: Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Stearyl Alcohol 
Talc 

Titanium Dioxide 

Triacetin 

Polysorbate 80 

Ferric Oxide, Red 

Ammonio Methacrylate Copolymer 

Hypromellose 

Lactose 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 
Contact: Actavis Totowa 

Manufacturer Product 52152.40902 

Codes: 

Product ID: 7024625 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-409*02 

Physical Description 

Imprints: OC - The tablet is imprinted with OC on one side and 20 on the other. 

20 

Form: Ora! Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsoiiJicxoni/hcs/librariaii/PFDefaultActionId/pf.PrintReady 12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 

No. of samples tested: 


AGENCY Poston ANALYST SLD 


Evidence Wt 




PHYSICAL DESCRIPTION: ‘5\0r\&C\ ^ 

■■ 5 p\r\\c ,roaua labs 



Gross Wt ( ): 
Gross Wt ( ): 


Pkg. Wt:_ 

NetWt; 0. USG 
d 


~ C\05s 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcroctvstaHlne Tests 
Gold 

Chloride_ 

ti-ta ( ) 

OTHER TESTS 

ra\crorri£dey 


PRELIMINARY TEST RESULTS 


RESULTS 





DATE 


GC/MS CONFIRMATORY TEST 

RESULTS QYYaione 

OPERATOR APP _ 

DATE 


Revised 7/2005 
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POISINDEX® Product List 


Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Reguiatory-Status: Schedule II 
Ingredients 

Active-ingredient: Oxycodone Hydrochloride - 20 MG 

Excipients: Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Acid 
Sfearyl Alcohol 
Talc 

Titanium Dioxide 

Triacetin 

Poiysorbate 80 

Ferric Oxide, Red 

Ammonio Methacrylate Copolymer 

Hypromellose 

Lactose 

Availability & Manufacturing 

Availability: United States 

Avaiiabie-Container-Size: , Bottle of 100 

Contact: Actavis Totowa 

Manufacturer Product ypc 52152-40902 
Codes; 

Product ID: 7024625 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Add) 

Registry Numbers: HDC 52152-409-02 

Physical Description 

imprints: OC - The tablet i$ imprinted with OC on one side and 20 on the other. 

20 

Form: Oral Tablet, Extended Release 
Color: Pink 
Shape: Circle 


© 1974- 2010 Thomson Reuters. Al! rights reserved. 


12/28/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY fiOFStOn 


No. of samples tested; 


ANALYST 5l_D 


Evidence Wt 


PHYSICAL description" Pi' rAPCl S£.Q\CCi 

■ L bHDVjon, TOura labs 



Gross Wt { ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 


OMOn 




6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride_ 

TLTA_i_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

results 0)l\|COdQnC ., 

DATE \?jCP\~\0 


GC/MS CONFIRMATORY TEST 

RESULTS QK\[cor1ont 

MS 

OPERATOR 



DATE I 


Revised 7/2005 
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POISINDEX® Product List 


Oxycontin 

{Between January 2008 and August 2010) 

Regulatory-Status: Schedule II 

Aclive-fngredient: Oxycodone Hydrochloride - 30 IVIG 

Excipients; Ammonio Methacrylate Copolymer 
Hypromellose 
Lactose 

Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 
Sorbic Add 
Stearyl Alcohol 
Talc 

Titanium Dioxide 
Triacetin 
Polysorbate 80 
Ferric Oxide, Red 
Ferric Oxide, Yellow 
Ferric Oxide, Black 

Availability & Manufacturing 

Availability: United States 

Avaitable-Container'SIze: Bottle of 100 

Contact: Purdue Pharmaceuticaf Products 

Product ID: 6837780 

AAPCC Code; 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Add) 

Registry Number: NDC 59011-0830-10 

Notes 

Notes: This product Was discontinued in 2010 

Physical Description 

Imprints: OC - The tablet is Imprinted with OC on one side and 30 on the other side. 

30 

Form: Oral Tablet, Extended Release 
Color: Brown 
Shape: Circle 


© 1974- 2010 Thomson Reuters. Al! rights reserved. 


12/28/2010 

Folk OIG PRR 040841 


littpV/www.thomsonlic.com/hcs/librarian/PFDefaultActionld/pf.PrintReadv 



DRUG POWDER ANALYSIS FORM 



SAMPLE U 
No. of samples tested: 


AGENCY on ANALYST SUD 


Evidence Wi 




PHYSICAL DESCRIPTION: £)\Q'r\td '5)(^0\Cd 

' oac. u:)di1e ^ round tab 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: XUSii 


" Gem 6 


PRELIMtNARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocivstalllne Tests 
Gold 

Chloride_ 

TLTAjLJ_ 

OTHER TESTS 

rrwcromeclfx 


PRELIMINARY TEST RESULTS 

results QXv^QCiOnC 
date \'Z-cP\-\0 


GC/MS CONFIRMATORY TEST 
results QX\|C.C(ion^ 

OPERATOR AO\,) _ 

DATE _ 


Revised 7/2005 


Folk OIG PRR 040842 




MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 
Also known as Oxycodone HCS 

Schedule 

Ingredrents 

Active-ingredient: Oxycodone Hydrochforlde -10 MG 

Excipients: Sorbic Acid 

Stearyl Alcohol 
Talc 

Titanium Dioxide 
Triacetrn 

Hydroxypropyl Cellulose 
Ammonio Methacrylate Copolymer 
Hypromellose 
Lactose 

Magnesium Stearate 
PEG-400 
Povidone 
Sodium Hydroxide 

Availability & Manufacturing 

Availability: United States 

Avallabie-Contamer-SIze: Bottle of 100 

Contact: Actavjs Totowa 

Manufacturer Product ypc 52152-40802 
Codes: 

Product ID: 7024451 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsallcylic Acid) 

Registry Numbers: NDC 52152-408-02 

Physical Description 

Imprints: OC - The tablet Is imprinted with OC on one side and 10 on the other. 

10 

Form: Oral Tablet, Extended Release 
Color: While 
Shape: Circle 


<§) 1974' 2010 Thomson Reuters. All rights reserved. 


http://\vww.thomsonhc.com/hcs/librarian/PFDefaultActionIcl/pf.PrintReady 


12/28/2010 

Folk_OIG_PRR_040843 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM6\12_31_10\762090 .D 
ASD 

1 Jan 2011 12:41 

BLANK 
SLD 
2 

SPEED 

RTE 



[fime-> ° 2.b0 2.50"3.00 3.50 4.00 4.bb 5,bo 5.00 6.00' 6.50 7.00 7,50 S.OO" 8,50 '9.b0_^ 9.50 lOtO 10.50 ' 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762090.D Tue Jul 12 12:01:51 2011 


Page 1 


Folk_OIG_PRR_040844 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

: F:\Q4-2010\SYSTEM6\12 31 10\762091.D 

Operator 

: ASD 

Date Acquired 

: 1 Jan 2011 12:55 

Sample Name 

: AMPHETAMINE STD 

Submitted by 

: SLD 

Vial Number 

: 11 

AcquisitionMeth 

: SPEED 

Integrator 

: RTE 

Abundance 

TfC; 7620'9T.ir 


3) 

22 

2000000* 


1500000 

1 

j 

i 

P 

I 

1000000 

1 


500000 

n 


i 

Time-> 

2.00 2,60 3.00 

"lio 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.bo_ 8.50 9.00 9.50 10!00 loiso 

Ret. Time 

Area Area % Ratio % 

3.219 

2546536 100.00 100.00 


762091.D 


Tue Jul 12 12:02:25 2011 


Page 1 


Folk_OIG_PRR_040845 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762091.D 

ASD 

I Jan 2011 12:55 

AMPHETAMINE STD 
SLD 

II 

SPEED 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 3.22 

C:\DATABASE\NIST98.L 




Amphetamine 

000300-62-9 

83 


Dextroamphetamine 

000051-64-9 

83 


Dextroamphetamine 

000051-64-9 

83 


Abundance ’ . .Average of 3.195"lo rriln. :76'209“1 :d (-) 

4 ^ 


80 i 


60' 


40j 


! 20| 



1 


91 






1 

! 

0^ 



36 ij; 

51 

65 

58 ,1 84 ; L ■’9^110 128134 






207 1 

lb 

' 2b' 

30 

‘ 4b^ 

50 

' 'e'o Vo' 8 b' gb ' 100 ' 116 120 iso 140 

150' 

160 

170 

180 

190 

200 ■ 1 













Abundance 



44 


^110632: Arnphetamme 







sol 



! 








1 

i I 

I 60i 

{ I 












I 

40j 

I I 











i 

j 

K> 

> o 

18 

28 

.L;.; 

. .^:LL 

51 

ji. 

91 

65 

59 1 77 J 103 120 134 







n-!/z-> 10 

20 

30 

40 ' 

5b ' 

60 70 80 9b ibo lio 120 130 140 

150 

160 

ito 

I 80 ' 

190 

260 


762091,D Tue Jul 12 12:02:27 2011 Page 2 


Folk_OIG_PRR_040846 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762092.D 

ASD 

1 Jan 2011 13:10 

BLANK 
SLD 
2 

SPEED 

RTE 


Abundance . TrC':T^2092.D 

3500 i 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762092.D 


Tue Jul 12 12:02:30 2011 


Page 1 


Folk OIG PRR 040847 












Area Percent / Library Search Report 


Information from Data File: 

File 1 

Jame 

: F:\Q4-2010\SySTEM6\12 31 10\762093.D 

Operator 

: ASD 

Date J 

Acquired 

: 1 Jan 2011 13:24 

Sample Name 

: 

Submitted by 

: SLD 

Vial I 

Jumber 

: 13 

AcquisitionMeth 

: SPEED 

Integrator 

: RTE 

[Abundance 


T(C:T62003:!J . 


3. 

22 

500000 



1 400000 



1 300000 


1 

200000 


1 

100000 


i 

Qi 


; 

Time--> 

ibo’ 2 . 56 " ' 3 . 00 ^ 

3 . 56 ' 4.00 4.50 5.00 5.50 '6.00 e.scT fbo 7.50 8.00 asb'^o.bo’ 9.3o ib'oo' ib!5o ; 

Ret. Time 

Area Area % Ratio % 

3.21S 


603453 100.00 100.00 


762093.D Tue Jul 12 12:02:32 2011 Page 1 


Folk_OIG PRR 040848 










Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762093.D 

ASD 

1 Jan 2011 13:24 


SLD 

13 

SPEED 

RTE 


Search Libraries: C:\DATABASE\SLI,L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3.22 C:\DATABASE\NIST98.L 
Dext roamphe t amine 

Benzeneethanamine, .alpha.-methyl 

Dextroamphetamine 


000051-64-9 90 
000060-15-1 83 
000051-64-9 83 


[Abundance 


44 


"Amage^3:201 


BO' 


60 i 


40 i 


20: 


91 


' ^ 65 ^ 

Ql 31..131 


207 


b/z^-> 30 40 50 60 7b 8'0 90 lOO l10 120 130 140 150 160 170 180 190 200 


Abundanoe 


44 


“#11063T:lJexlr6ampbeTam 


80 j 


60; 


40 


20 ! 


04- 


51 


91 


65 


v-rh-t-i-: - 


77 

. , ..., , I 


103 


120 


135 


in/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


762093,D 


Tue Jul 12 12:02:33 2011 


Paae 2 


Folk_OIG_PRR 040849 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\762094.D 
ASD 

1 Jan 2011 13:39 

BLANK 
SLD 
2 

SPEED 

RTE 


jAbUifdaTTce . TIU:'762amD 

i 350011 



lTime->. ° iob' 2.bo '3.00 3,bp__ 4.bo 4,bb _ 5 5.50 _ 6.bo a ‘7.50' ‘ 8.bo 8.50 9.bb 9.50 io:oo ’io!50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762094.D 


Tue Jul 12 12:02:36 2011 


Page 1 


Folk_OIG_PRR_040850 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762095.D 

ASD 

1 Jan 2011 13:54 

BLANK 
SLD 
2 

SPEED 

RTE 



10001 
500; 


2.00 2.60' 3.bo' ' 3.50 ‘ 4.6(3' 4.50' 5.00 5.50 6.00 aSO 7.60 1o!do 10^50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762095.D 


Tue Jul 12 12:02:39 2011 


Page 1 


Folk OIG PRR 040851 










Area Percent / Library Search Report 


Information from Data File; 


File Name : F:\Q4-2010\SYSTEM6\12_31_10\762096.D 

Operator : ASD 

Date Acquired : 1 Jan 2011 14:08 

Sample Name ; AMPHETAMINE STD 

Submitted by : SLD 

Vial Number : 11 

AcquisitionMeth: SPEED 

Integrator : RTE 

Abun^^nce .. T(Ci 75209611 


3 22 

i i 

I 2000000I 

I j 

■ 1500000j 

i 1000000! 

i i I 

500000! 
i i 

' ! ■! 

! ^ 

i r im e -> ibb ' 3.bq ' s.bo 'ibo 4.50 ' sto' 5.^’ s.bo^io ‘ ib!db mSo 


Ret. Time Area Area % Ratio % 

3.219 2516917 100.00 100.00 


762096.D Tue Jul 12 12:02:42 2011 Page 1 


Folk_OIG_PRR 040852 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\762096.D 

ASD 

I Jan 2011 14:08 

AMPHETAMINE STD 
SLD 

II 

SPEED 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.22 C:\DATABASE\NIST98.L 
Dext roamphe t amine 

Benzeneethanamine, .alpha.-methyl- 
Dextroamphetamine 


000051-64-9 83 
000060-15-1 83 
000051-64-9 83 


Abundance 


80 [ 


44 


Av^e WTmi6~3':37Tmn- reaOW.D' (-) 


60; 


401 


201 


: (,1 31 58 i j 

;nVz--> 3b Vo ' 50' ^ 70 80 O'O l6o 110 120 130 140 150 ibo 170 180 190 200 


91 

65 I 

7 84 J, 


'*88 113 ^ 128134 


207 


Abundance 


80; 


60 ! 


40i 


44 


W1Xr63“6: Dextrbamphelamine 


20 ) 


m/z-> 




.di. 


57 


65 


30 40 50 60 70 


77 85 

’sb' 


91 


103 115121 133 


90 100 1i0 120 130 140 150 160 170 180 190 200 


762096.D 


Tue Jul 12 12:02:42 2011 


Page 2 


Folk OIG PRR 040853 













Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

P:\Q4-2010\SYSTEM6\12_31_10\762097.D 

ASD 

1 Jan 2011 14:22 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


762097.D Tue Jul 12 12:02:45 2011 


Page 1 


Folk OIG PRR 040854 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763664.D 
ASD 

1 Jan 2011 2:23 

BLANK 
SLD 
2 

DRUGS 

RTE 



! 500l 

) 

■[rime-> °2.b0 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8,50 9.00 ' 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763664.D 


Tue Jul 12 12:03:13 2011 


Page 1 


Folk_OIG_PRR 040855 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12 

ASD 

1 Jan 2011 2:36 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


31 10\763665.D 


lAbuadance 


TfC: 763665.D 
5i37 


I 500000] 

1 

I 400000] 

I i 

I 300000I 
I 200000j 

j 

: I 

100000 ) 




h'ime-> 2.00 ' 2.^0 ' 3.66 ' 

' 3.6o ’ ' 4.66 ' 4.50 ' 5.00 

5.60 

^ 6.66 ’ 

6.50 ' ' 7.66 7.56 8.06 ' 8.50 ' 9.06 ' ' 9.50 i 


Ret. Time 

Area 

Area 

% 

Ratio % 

5.371 

796660 

100 . 

00 

100.00 


763665.D Tue Jul 12 12:03:16 2011 


Page 1 


Folk OIG PRR 040856 











Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763665.D 

Operator : ASD 

Date Acquired : 1 Jan 2011 2:36 

Sample Name : OXYCODONE STD 

Submitted by : SLD 

Vial Number : 65 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 5.37 C:\DATABASE\PMW_TOX2.L 

Oxycodone 000076-42-6 91 

Endogenous biomolecule AC 000000-00-0 2 



Folk OIG PRR 040857 



































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763666.D 

ASD 

1 Jan 2011 2:49 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance 

i j 

■ 2000fHl 

i i kh 


15001 


1000 ! 




! !|. 




500! 


0 ^ 


|rime-> 2.00 2.50 3.66' 3.50 4.00 4.50' 5.00 5.50 6.00 6.50 7,00 7,50 8.00' 8.50 9,00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763666.D 


Tue Jul 12 12:03:19 2011 


Page 1 


Folk DIG PRR 040858 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763676.D 

ASD 

1 Jan 2011 5:01 

BLANK 
SLD 
2 

DRUGS 

RTF 


iftbuhdance TICfTBSBTB.cr 

2600i I 



I 500^ 

! i 

h'tme-- > 2^' 2.50 ’ 3.00 ' ' 3.50 ' ' 4.66 4.50 5.00 5 .50 d.bo ' 6.50 ' 7.00 ’ 7.50 8.00 ' 8.50 ' 9.bo 9.5o 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763676.D 


Tue Jul 12 12:03:32 2011 


Page 1 


Folk OIG PRR 040859 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763677.D 

Operator : ASD 

Date Acquired ; 1 Jan 2011 5:14 

Sample Name 
Submitted by 
Vial Number : 77 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

■ i 

I 1000000I 

^ i 

: 800000 j 

I 600000I 

400000i 

200000 ! 


[rime-> 2.bo 2.60 

3.66 3.6o 4.00 4.ko 5.60 

s.bo'' 6 . 60 ' 

6.50 7.60' 7.50 ' 8.60 * 8.50 ' 9.00 9.60 : 

Ret. Time 

Area 

Area % 

Ratio % 

5.377 

1414834 

100.00 

100.00 


TRJ:763"677,0 

5138 



763677.D Tue Jul 12 12:03:35 2011 Page 1 


Folk OIG PRR 040860 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763677.D 

ASD 

1 Jan 2011 5:14 


SLD 

77 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.38 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000 - 00-0 2 


Abundance 


80: 


Av^ge^341 to 5.525 m[h;:7E3H771T(-) 


315 


60: 


401 


20^ 


42 


230 


70 


55 


jm/z-> 
jAbiindance 

! I 

I 80| 





115 



140 

98 


128 ^ 

■ I 

i-fc 


100 

120 140 


201 


187 

161 


1?583: Oxycodone 


214 

ii-. 


258 

244 272 


286 


300 


329 355 


240 260 280 300 320 340 

P1573 

315 


60! 


40i 


20 ; 


i 0^ , 

hi/z-> 

763677.D 


70 


230 


140 


185 


201 


I 


258 


217 


244 


281 


300 


40' ' 6b ’ 's'o 100 140 ' iSo ’ 180 200 ' 220 240 260 280 300 ^ 320 ' 340 

Tue Jul 12 12:03:35 2011 Page 2 


Folk OIG PRR 040861 
























Area Percent / Library Seax'ch Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763678.D 

ASD 

1 Jan 2011 5:27 

BLANK 
SLD 
2 

DRUGS 

RTF 


Abundance TIC; 763678.D 



6001 

[rime-> *^ 2.06'' 2,b6' ’ 3.001' iso 4.bo 4.50' 5.bo'' 5.56_ le.oo' e.bo 7 . 00 ' 7.bo ' aoo ^ ' s.bo 9.00 ’ 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763678.D 


Tue Jul 12 12:03:38 2011 


Page 1 


Folk OIG PRR 040862 













Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763679.D 

ASD 

1 Jan 2011 5:40 


SLD 

79 

DRUGS 

RTE 


Abundance 


TrC:753679:D 


10000001 
8000001 
6000001 


5138 


I 4000001 


j 200000 

^ime-> 



ii 

ij 



2.bo ’ zso' 

3.00 3.So' ioo 4 .So 5.00 

' S-Sq' 

6.00 

^•50 .. 7-00 7.50 _ 8.00 ' 8.50 O.OCL 9.60 ‘ = 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.377 

1481924 

100. 

00 

100.00 


763679.D 


Tue Jul 12 12:03:41 2011 


Page 1 


Folk_OIG_PRR_040863 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q4-2010\SYSTEM6\12_31_10\763679.D 

Operator : ASD 

Date Acquired : ^^Jar^2^^L 5:40 

Sample Name : 

Submitted by : SLD 

Vial Number : 79 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.38 C;\DATABASE\PMW_T0X2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-'42-6 94 

000000 - 00-0 2 


Abundance 


80 i 


Averapbf'5:34t 


60^ 


401 


20 


70 


42 


115 


j 

55 

31 

.-sJilL.g, 

30 40 

sb 60 


84 98 


128 


. . i! i:. i i i ■ Ml I..M= iiii-M 


140 

187 

I 161 lii 

^ ' 150..... i, 


201 


215 


315 

I 


230 


258 

i'l 244 |; 272 


287 


300 |i 


327 i 


Abundance 


80 ^ 


60 i 


1^583: Oxycodone 


p-fSTT 


315 


40^ 


20i 


OU 


70 


140 


185 


230 


201 


258 


217 ! 

I 244 


281 


i| 

300 ill 


fr\iz--> 30 40 50 60 70 80 90 100110120130140150160 17018^ 10 220 230 240 250 260 270 280 290 300 310 320 330 : 

763679,D Tue Jul 12 12:03:41 2011 Page 2 


Folk OIG PRR 040864 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763680.D 

ASD 

1 Jan 2011 5:53 


SLD 

80 

DRUGS 

RTF 


Abundance 


8000001 


TIC: 783680.0 
5138 


6000001 
: 400000| 

i 200000 


time--> 300 ' ' 2.50 ' 3.00 " 

' 3 . 5 ^' 4.60 ' 4.56 306 

' ' 5.b6 

j.bo' 

' 6.50 7-bo ' ' 7.50 ibo ' ' 8.50 9.00_ 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

5.377 

1319539 

100. 

00 

100.00 


763680.D 


Tue Jul 12 12:03:44 2011 


Page 1 


Folk OIG PRR 040865 










Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763680.D 

Operator ; ASD 

Date Acquired : 1 Jan 2011 5:53 

Sample Name : 

Submitted by : SLD 

Vial Number : 80 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 

PK# RT Library/ID 


1 5.38 C:\DATABASE\PMW_T0X2.L 

Oxycodone 000076-42--6 90 

Endogenous biomolecule AC 000000-00-0 2 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# Qual 


Abundance Average or5.34ilo miri.: 763680,D {-) 



316 


80: 

60 i 



763680.D Tue Jul 12 12:03:45 2011 


Page 2 


Folk OIG_PRR_040866 





























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763681.D 

ASD 

1 Jan 2011 6:06 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763681.D 


Tue Jul 12 12:03:48 2011 


Page 1 


Folk_OIG_PRR 040867 





















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763682.D 

ASD 

1 Jan 2011 6:20 


SLD 

82 

DRUGS 

RTE 


Abundance 
^ 1500000; 


3j53 

I 

i 


.. TIC: 763682.D 


! lOOOOOoi i 5 37 ■ 

^ ^ ! ! 

: 5000001 i i 

I ; II 

I i; 

I i :i n 

* i h ji 

! Q j ^ _____ I _ i _^ ^ 

n-ime-> 2.50 3.00 3.50 ' 4.56 ' ' 4.50 ' ' 5.00 ' 5.bo 6.bo 


7,00' ' 7.50 ’ 8.bo ’ ' s^sb b.bb' 9.5o 


Ret. Time 

Area 

Area % 

Ratio % 

3.527 

1916756 

62.25 

100.00 

5.371 

1162235 

37.75 

60.64 


763682.D 


Tue Jul 12 12:03:50 2011 


Page 1 


Folk OIG PRR 040868 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM6\12_31_10\763682.D 

ASD 

1 Jan 2011 6:20 


SLD 

82 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3.53 

C:\DATABASE\PMW_TOX2.L 





Stearyl alcohol 

000112-92-5 

91 



Cyclohexadecane 

000295-65-8 

89 



Cyclotetradecane 

000295-17-0 

27 


^undance 

80 | 

I I 

I 60 | 

40 \ 


55 


43 


201 


i 31 


OVr-h- 

3 b 


83 


Average < 


69 


97 


111 


125 

! 


Hll 






139 


■ JJ, 


Abundance 


80] 


60* 


5.5 


69 


153 168 180 196 207 224 

SO 16 

# 2366 : SfeaTyl^c^ol 


252 


281 


ill. .ill Mil: 

. J j l i'l i : .1)11 ■ . . ... ...... . ;. .. - .. . 

40 60 6‘0 70 8‘0 90 100 110 120 130 140 150 160 170 l 60 190 200 210 2^0 230 240 260 260 270 280 i 


PT 2 W 


83 


97 


401 


20 


in/z-> ^ 3b 40 ' 50 " 6b ' ^ "80 9b 'l00 110’ lio' 'l& 140 150 160 ’l70 'l& ibo^ 200 '210 ’220’ ’230‘ 24o 250 260 270’ 280 


III’ 

ili- 


ill! 




111 


126 


224 

I, 


252 


270 


763682.D Tue Jul 12 12:03:52 2011 


Page 2 


Folk OIG PRR 040869 




























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763682.D 

ASD 

1 Jan 2011 6:20 


SLD 

82 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C : \DATABASE\NIS‘T98 . L 


PK# R^ 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.37 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


Ave^ of 5.WTO 5:561 mln:;TB1682.^ . 


98 


201 
187 i 


! Oil-- -^A-V^-r V - T - T- i . I I 'V r I i V | i I 'V- r - r -f '- r i I 'i'i'i r -r-T-> t- i i i ^ . .,. 1 ^..,..j ^ , , . 

Mz-> 40 69 8'0 100 120 140 -160 180 200 2i0 240_ 260 280 300 320 340 360 38o 400 420 

Abundance. . ■#f28608Tt5xy^one 


42 

57 

I 

98 i •'28 

. J i ’ i- ^ r 

40 

‘ e'd 

' ^ 80 

■ioo' 1^0 


157 173 


244 ■: 272 ,OR 300 


40 eb " 80 lOO 120 140 160 180 200 220 240 260 280 300 320 340 360 380 40o 420 
763682.D Tue Jul 12 12:03:52 2011 Page 3 


Folk DIG PRR 040870 
























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763683.D 

ASD 

1 Jan 2011 6:33 


SLD 

83 

DRUGS 

RTE 


iAbundahce TrC;763683.D 

I 5139 

j 2500000; I 

I 20000001 

i I I 

! i ii 

I 15000001 i; 

I 1 000000 i I 

! ' ii 

I 5000001 |i 

i i i ^ 

I I f * 

hme-> 2.00 ' 2.50 3.00 ’ ifeo 4.b0 4.50 ' ' 5.0o ' 5^ 6.00 ’ 6.06 ' 7.6o ' 7.0o 8.6o ' 8.50 ' 9.00 ' 9.0o 


Ret. Time 

Area 

Area % 

Ratio % 

5.389 

4648458 

100.00 

100.00 


763683 .D 


Tue Jul 12 12:03:55 2011 


Page 1 


Folk OIG PRR 040871 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763683.D 
ASD 

1 Jan 2011 6:33 


SLD 

83 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.39 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 2 


Abundance 


80: 


601 


40 i 


1 20 \ 




70 


42 


Average of 5 ^341 To 5 ."608" min.: 763683. D <-) 


315 


230 


55 i 84 

. Ij i: 1 .i, . 


98 


115 
i 128 


140 


201 


161 


175 


187 


215 


258 


244 


272 287^“ 


327 


40 6b 80 100 120 l40 160 180 200 220 240 260 ‘ 26 O 300 3^0 340 360 


405 

380 400 


Abundance 


80 


60] 


■■?5B3:Tbtyco1don^^^ 


'~Pf57J 


315 


401 


70 


230 


20i 

1 1 

• \ 


140 

185 

201 

\ 

217 

258 

f 

281 


! Oi. 



y 

, i , . 

; 244 i 

300 hi 

40 60 

80 1(56 120 140 160 

■iso 

200’ 

220 

240 260 

260 

360’ 320 340 360 380 400 


763683,D 


Tue Jul 12 12:03:56 2011 


Page 2 


Folk OIG PRR 040872 













































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763684.D 

ASD 

1 Jan 2011 6:46 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763684.D 


Tue Jul 12 12:03;59 2011 


Page 1 


Folk OIG PRR 040873 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763685.D 
ASD 

1 Jan 2011 6:59 

BLANK 
SLD 
2 

DRUGS 

RTE 



hme-> 2.bo 2.bb 3.00 3.60' 4.00 4.50 5.00 


' 6.bo ’ 6,50 7,60 7.50 ' 8.00 8,50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763685.D 


Tue Jul 12 12:04:02 2011 


Page 1 


Folk_OIG_PRR_040874 











Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\763686,D 
ASD 

1 Jan 2011 7:12 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


Sundance" TrC:7B3BB6Tr 

800000; 5137 

i 

I 

: 600000i 


400000I 


200000I 


j 0 ^ 


i y 


|Tlme-> ” 2.00 2,50 

3 . 06 ' ' iso ' 4.00 4.50 5.06 

5.50 6.66 

6.50 ' ' 7.66 ' 7.50 ' ' 8.66 8,50 9.00 ' 9.50 ' 

Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1113276 

100.00 

100.00 


763686.D 


Tue Jul 12 12:04:05 2011 


Page 1 


Folk OIG PRR 040875 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM6\12_3I_10\763686.D 
ASD 

1 Jan 2011 7:12 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.37 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 


000076-42-6 90 
000000-00-0 35 
000000-00-0 4 


iAbundance 


Average of 5.3'4TT6 5.543 mo.■Tme&mi-) 


315 


801 
60 ; 
401 
20 


42 


70 


230 


115 


140 


201 


128 


214 


258 


31 


187 

55 98 i jcq 175 | ii 

: / Ir ;ii I'iiso:? , ,ii;i |:j | 244 272 286 , . 

^. .-'ri "I ^ ^ 144'. ’ . - 7 :-^'. f : i-r-fVr-. r.~-r4^ i . 

'm/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 I6O 190 200 210 220230240 250 260 270280 2OO 300 310 


300 


'/Abundance 


l/58'8: T5xycbdbne 


nP1573 


315 


80 i 


60 i 


40i 


70 


230 


20 ; 


h/z-> ^ 30 40 50‘ 6*6 ’76 8‘0 ’66 160 110 120 130 UO 160 ’l60 170 160^90 200 2 10 *220 230 240 250 260 270 280 290 360 310 


140 


201 

185 ; 217 

1 


258 


244 


281 

i 


300 


763686.D 


Tue Jul 12 12:04:05 2011 


Paae 2 


Folk_OIG_PRR 040876 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763687.D 

ASD 

1 Jan 2011 7 : 25 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763687.D Tue Jul 12 12:04:08 2011 


Page 1 


Folk OIG PRR 040877 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763688.D 

ASD 

1 Jan 2011 7:38 


SLD 

88 

DRUGS 

RTE 


A(>undance ...‘'TRITBSBSBU 

! i 1 l ‘ i 2 

i 800000! 

600000- 


1 400000; 

1 

5.37 

1 200000! 

1 i 




nl ... _j 



|Time-> 

2.00 2.50 3.66 3.60 ' 4,06 ‘ 4.66 ' 5.60 ' 5,bo 6.60 ' 6.50 ' 7.00 ’ 7.50 6.00 ' ' 8.66 ' 9.6o ' ^ 9.66 


Ret. Time 

Area 

Area % 

Ratio % 

3.521 

760473 

60.31 

100.00 

5.371 

500444 

39.69 

65.81 


763688 .D 


Tue Jul 12 12:04:11 2011 


Page 1 


Folk OIG PRR 040878 











Area Percent / Library Search Report 


Information from 

Data File: 



File Name : 

F:\Q4-2010\SYSTEM6\12 31 

10\763688 .D 


Operator : 

ASD 



Date Acquired : 

1 Jan 2011 7:38 



Sample Name : 




Submitted by : 

SLD 



Vial Number : 

88 



AcquisitionMeth: 

DRUGS 



Integrator : 

RTE 



Search Libraries 

: C:\DATABASE\SLI.L 

Minimum 

Quality; 90 


C:\DATABASE\PMW T0X2.L 
C:\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 3.52 C:\DATABASE\PMW_T0X2.L 


Stearyl alcohol 

000112-92-5 

94 

Cyclohexadecane 

000295-65-8 

93 

Cyclotetradecane 

000295-17-0 

87 


Abundance Average of 3.50'3’to 376&10 min.:7B^3BFS.D (-) 


55 83 




763688.D Tue Jul 12 12:04:12 2011 


Page 2 


Folk OIG PRR 040879 
























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F: \Q4-2 010\SYSTEM6\12__31_10\76 3 688 .D 
ASD 

1 Jan 2011 7:38 


SLD 
88 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

; 90 



C:\DATABASE\PMW TOX2.L 

C;\DATABASE\NIST98.L 

Minimum Quality 

: 90 

PK# 

RT 

Library/ID 

CAS# Qual 

2 

5.37 

C:\DATABASE\PMW_TOX2.L 





Oxycodone 

000076-42-6 

91 



MPCP 

000000-00-0 

10 



Endogenous biomolecule AC 

000000-00-0 

9 


Abundance 


Avefa'^W5:341ld 5.47^^ 


315 


80 


601 


40: 


42 


20i 


31 ..i;; 


55 


230 


70 


115 


140 


201 


84 

. h I 


98 


128 


15Pi,i 


187 

159 ^75 


214 


258 

i 


i Ol 1li h ’l*- I .'hi.' t-t-t-- :■ , 

W2-> 30 40 50 60 70 80 90JOO 110120130 140150160170180190 200210220 2302402502602702802^0300 3103 

#5B3:Dxycod6ne. 1^573 


244 


272 


287 


300 


327 


Abundance 


80; 


3|5 

i 

I 


60 i 


40\ 


20; 


m/2-> ^ 30 '4¥'5b' 60 70 8b 'ob 100 110120130 14016016017018019020021022023024b2502602702802^0300310 320 


70 


230 


140 


201 

185 217 

i 


258 


244 


281 


300 


763688.D Tue Jul 12 12:04:12 2011 


Page 3 


Folk OIG PRR 040880 








































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763689.D 

ASD 

1 Jan 2011 7:51 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763689.D Tue Jul 12 12:04:15 2011 


Page 1 


Folk OIG PRR 040881 


















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763690.D 
ASD 

1 Jan 2011 8:04 


SLD 

90 

DRUGS 

RTE 


AbLfndance 


3] 


53 


TrC:763W0TD' 


15000001 

i 


lOOOOOOi 


500000j 


5.37 


04n- 


'Time-> ioO 2.50 3.00 

' ' 4.00 Iso 5.00 ’ 

^50 6.00 

' 6.S0 7,00 7.50 ' 8.00 8.50 9.00 9.50' 

Ret. Time 

Area 

Area % 

Ratio % 

3.527 

1837657 

66.54 

100.00 

5.371 

924031 

33.46 

50.28 


763690,D 


Tue Jul 12 12:04:18 2011 


Page 1 


Folk OIG PRR 040882 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM6\12_31_10\763690.D 

ASD 

1 Jan 2011 8:04 


SLD 

90 

DRUGS 

RTF 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.53 C:\DATABASE\PMW_TOX2.L 


Stearyl alcohol 

000112-92-5 

91 

Cyclohexadecane 

000295-65-8 

91 

Cyclotetradecane 

000295-17-0 

91 


?ivbundarice 


80 


60 


40 i 


20 


0 


31 


55 


43 


ii!^ 


63 


69 


Average of 376'0'3'To 3T05Mn:: 7 


97 


111 




125 


139 


irn/z--> 30 


154 168 180 196 


208 


224 240 252 


281 


40 ’ 50 eb 'w 'm 9'd 160 110’ 1& 130 i4o' 15b’ ibo ito i&' 19b 20b 2\d 2^0 '200 240 250’ 260 2ib 260 ; 


Abundance 


ao^ 


60 i 


55 

i 


69 


83 


#2356: Stearyj alcohol .. VTim 


97 


401 


201 


0^, 


111 


125 


224 


252 


270 


!m/z--> 30 


T j v H ii ■ i _ . . i • i ^ 1 

40 'sb 60 '70' 80 90 ioo 'lio l2o''l30 140 150 l60 170 180 ibo 200 210 2^0 230 240 2^0 260 2tb 280 J 


763690.D Tue Jul 12 12:04:19 2011 


Page 2 


Folk OIG PRR 040883 































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763690.D 

ASD 

1 Jan 2011 8:04 


SLD 

90 

DRUGS 

RTE 


Search Libraries: 


PK# RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.37 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
Cyproheptadine-M (nor-) AC 


000076-42-6 90 
000000-00-0 4 
000000 - 00-0 2 


Abundance 


801 


60; 


40 i 


201 


42 


Average dr; 


l : 763BS0:D <-) 


230 


70 


30 


55 


Wz-> 


Abundance 


801 


601 


115 


140 


201 


315 


84 


98 

■ 128 1 

■ i :i ■ 1 161 

.i i.^spv 

187 

175 : 

214 

\ 244 

I ' 

258 

IL, 

100 

120 140 160 

i I L •. !, 1 1 

180 200 

‘ ' 2io 

!. 1 . , . 

240 

260 


2^282 

300 

, , 327 355 

1 ' 280 ' 

360 

320 ' 340 ’ 


1^583: Oxycodone 


IWJ’ 


315 

1 


401 


70 

i 


230 


20 

0- 

m/z-> 





140 


185 

|ii 

I ro 

i--- 0 

217 

! ! 

244 

258 

281 

300 / 

40 ’ 

'eb 

s'o 160 

120 

’ 140 

' iM 

1 & ' 

200 

220 

240 

260 

260 

300 3^0 340 

763690 .D 


Tue 

Jul 

12 

12 : 

04 : 20 

2011 
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Folk OIG PRR 040884 



















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SySTEM6\l2_31_10\763691.D 

ASD 

1 Jan 2011 8:18 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


763691.D 


Tue Jul 12 12:04:22 2011 


Page 1 


Folk OIG PRR 040885 
















Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-2010\SYSTEM6\12_31_10\763692.D 

ASD 

1 Jan 2011 8:31 


SLD 

92 

DRUGS 

RTE 


.... TrCT753B92:D' 

I 3|53 

! 1500000: j 


5.38 


! 1000000 ^ 

! i 

i 500000 i 


irime-> 2.bo 2.50 

3,b6 3.50 4.00 ibo 5.bb 

’5.56 6.06' 

' 6.50 7.06 7.50 8.5o 8.56 9.06 9.50 ’ | 

Ret. Time 

Area 

Area % 

Ratio % 

3.527 

2039419 

56.57 

100.00 

5.377 

1565405 

43.43 

76.76 


763692.D 


Tue Jul 12 12:04:26 2011 


Page 1 


Folk OIG PRR 040886 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM6\12_31_10\763692.D 

Operator : ASD 

Date Acquired : 1 Jan 201 1 8:31 

Sample Name : 

Submitted by : SLD 

Vial Number : 92 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 3.53 C:\DATABASE\PMW_TOX2.L 

Cyclotetradecane 000295-17-0 93 
Stearyl alcohol 000112-92-5 91 
Cyclohexadecane 000295-65-8 89 



Abundance #2354: Cyclotelradecane P835 



763692.D Tue Jul 12 12:04:26 2011 


Page 2 


Folk OIG PRR 040887 































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763692.D 
ASD 

1 Jan 2011 8:31 


SLD 

92 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


B.38 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


801 


60! 


40 


20 


0 


70 


44 


55 


84 


31 


! 1 Ji: 


Average of'5'.'3“41 5753T min.f763B9ZnT-)' 


230 


115 


140 


201 


128 


187 


175 




161 

r -I* ^ i I 'i -'r ' ; 


I 215 


258 


244 


315 


272. 


262 


300 


365 : 


40 60 80 lOO 120 140 160 160 26o 220 240 260 260 300 320 340 


Abunciance 


80 


"#128608: Oxycodone 


60! 


40 ^ 


20 


230 


70 


42 


mfz-> 


Ol 


i 30 


58 


84 98 


. 


140 

115 i 
; 128 I 


201 


187 

157 176 ill 


217 


315 


258 


244 272 


286 


300 


40 60 8'0 100 120 l40 160 180 200 220 240 260 280 300 320 340 


763692 .D 


Tue Jul 12 12:04:27 2011 


Page 3 


Folk OIG PRR 040888 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763693.D 
ASD 

1 Jan 2011 8:44 

BLANK 
SLD 
2 

DRUGS 

RTE 




7.6o f feo 8.66 8.30 9.bo 9.36 


! 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763693.D 


Tue Jul 12 12:04:30 2011 


Page 1 


Folk OIG PRR 040889 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763694.D 

ASD 

1 Jan 2011 8:57 


SLD 

94 

DRUGS 

RTE 


Abundance TICr7B'3694,D 

i ! 

! 10000001 

I I 

i 800000! 

I 600000 i 


! ' ;! ^ 

j 4000001 j 

i I I; 

' 200000 i J 

i il i; 


[Tim8-> 2.bo' 2.^6 3.00' 

3.50 4.00 ’ 4.50 ' ' 5.00 

5.bo 6.00 

6.50 fbo 7.b6 8.6o 8,50 9.00 9.60 

Ret. Time 

Area 

Area % 

Ratio % 

3.521 

964481 

62.40 

100.00 

5.371 

581143 

37.60 

60.25 


763694 .D 


Tue Jul 12 12:04:39 2011 


Page 1 


Folk_OIG_PRR_040890 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q4-2010\SYSTEM6\12_31_10\763694.D 
ASD 

1 Jan 2011 8:57 


SLD 
94 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C : \DATABASE\P1V1W_T0X2 . L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

3 .52 

C:\DATABASE\PMW_TOX2.L 





Cyclotetradecane 

000295-17-0 

95 



Stearyl alcohol 

000112-92-5 

94 



Cyclohexadecane 

000295-65-8 

92 


Abundance" 


801 


55 

43 11 




/Average of3:50316 3:669 min. : 


69 


97 

i 


40 50 b'd ’ 


55 


601 


40 


i 20; 
i I 31 

i OL 

jm/z<--> 30 

Abundance 


801 


601 


40 i 


20 ) 


30 40 60 60 


763694 .D 


111 


126 


139 

j; 


154 168 181 196 


207 


224 


252 


7'0 80 90 100 110 120 l30 140 150 160 170 160 190 200 210 220 230 240 250 

~ ^23^54: Cyclolelfadecahe PB35 


69 


83 

i 


97 


H i i 

i : 

1 

i i 

! i 

i\ 

' 1 \ 

! 

■i :| 

J 1 

111 

i I, 

126 

168 

1 i 

j.L...f 






196 


7 b' 80' ob ’ 100 110 'i2o' ibo i 4 o i 5 o' 2'ib iio 2io 240 

Tue Jul 12 12:04:40 2011 Page 2 


Folk OIG PRR 040891 


































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763694.D 
ASD 

I Jan 2011 8:57 


SLD 

94 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW__T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


5.37 C:\DATABASE\PMW_T0X2.L 
Oxycodone 

Endogenous biomolecule AC 
MPCP 


000076-42-6 94 
000000 -00-0 16 
000000-00-0 9 


I^undance 


{-) 


315 


80^ 


60 i 


40: 


201 


230 


70 


42 




115 


55 


84 


98 


: 130 .. 

j O-r-i f-. .-lij 

Wz--> 30 


140 

128 I 

I: ' 


187 

159 


201 


I 214 ! 


258 






244 

‘r-. 


Q7Q 300 

272 286 


327 


Abundance 


80: 


40 50 6'0 70 8b 90 10011Q12013014 0 150 160 170 180190 200 210 220 230 240 250 260 270 280 290 36o 310 320 

S583rOxycodbne Ft573 

315 


60: 


40: 


20 


ol 


70 

i 


230 


140 

i 


201 


258 


185 


217 


244 


281 

. A _ 


300 


30 40 50 60 70 80 90 100110120130140150160170180190200210220230240260260270280290300310320 


763694 ,D 


Tue Jul 12 12:04:40 2011 


Page 3 


Folk OIG PRR 040892 




























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2 010\SYSTEM6\12__31_ 10\763695 .D 
ASD 

1 Jan 2011 9:10 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance T(C;/e'S'esSTD" 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763695-D 


Tue Jul 12 12:04:44 2011 


Page 1 


Folk OIG PRR 040893 















Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763696.D 

ASD 

1 Jan 2011 9:23 


SLD 

96 

DRUGS 

RTE 


Abundance 

^ 3000000! 


i 


53 


5.38 


I 25000001 

I 2000000i 

\ 15000001 
I 1000000 

I 500000] 

1 

: O t ; . . . . V I I . I . I .1- , ., .... . 

frime-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.527 

4412559 

71.28 

100.00 

5.377 

1778221 

28.72 

40.30 


763696.D 


Tue Jul 12 12:04:48 2011 


Page 1 


Folk OIG PRR 040894 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4~2010\SYSTEM6\12_31_10\763696.D 
ASD 

1 Jan 2011 9:23 


SLD 

96 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 3.B3 C:\DATABASE\PMW TOX2.L 


Cyclohexadecane 

000295-65-8 

96 

Stearyl alcohol 

000112-92-5 

91 

Cyclotetradecane 

000295-17-0 

91 




763696.D Tue Jul 12 12:04:48 2011 


Page 2 


Folk OIG PRR 040895 
































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763696.D 
ASD 

1 Jan 2011 9:23 


SLD 

96 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 5.38 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 90 

000000 - 00-0 2 


lAbuadance 


80^ 


Av^e of 5.341 to 5:537 min.: 7 B 3 B 9 B:D (-) 


60; 


40 


20 


230 


70 


44 


^130 


58 

iii 

i: 


115 


140 


201 


84 


98 


i < i 
. 1 . 


Wz-> 4 b b'o’ 8'o ioo ' 'T 20 ^Ulo""~l6b ibb ' ' 200 240 2^0 2 & 300 3^0 340 sbo 


128 ' 


187 


i . 159 


175 


215 




258 

i 244 I; 272 286 



405 ^ 
380 460 ! 


Abundance 


80 j 


“# 583 rOxyoodo'ne 


Pf 573 


315 


60 i 


40 i 


201 


70 


230 


0 : . 


140 


201 


258 


185 


217 : 


244 


281 


300 I 


:m/z-> 40 60 80 100 120 140 160 180 260 220 240 260 280 300 320 340 360 360 400 


763696 .D 


Tue Jul 12 12:04:49 2011 


Page 3 


Folk OIG PRR 040896 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM6\12_31_10\763697.D 

ASD 

1 Jan 2011 9:36 

BLANK 
SLD 
2 

DRUGS 

RTE 



h'ime-> ibO 2.^0' ' 3^0 ' 3,50 4.00 4.50 5.00 ' ifeo 6,00 6.50 7.0o 7,50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


763697.D Tue Jul 12 12:04:53 2011 


Page 1 


Folk_OIG_PRR_040897 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\760499.D 

ASD 

1 Jan 2011 15:27 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


760499.D 


Tue Jul 12 12:05:17 2011 


Page 1 


Folk OIG PRR 040898 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\762080.D 

ASD 

1 Jan 2011 10:29 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


jAbundance 

f 800000; 


.TfC:762ir8(j:D“ 

5|37 


600000^ 


400000! 


2000001 


iTime«’> 2.00 2.60 3.00 3.60 4.00 4.50 5.00 5.50 6.00 6.60 7.00 7.50 8.00 8.50 9.bo 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1116508 

100.00 

100.00 


762080.D 


Tue Jul 12 12:05:20 2011 


Page 1 


Folk OIG PRR 040899 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q4-2010\SYSTEM6\12_31_10\762080.D 

ASD 

1 Jan 2011 10:29 

OXYCODONE STD 
SLD 
65 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality; 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.37 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


80 


60 


40 


20 


i 


42 

! 

i 


70 


Average or6^341 to 5.495 nnin.: T6'2W0TD (-} 


230 


30 .J;i 


315 


Abundance 





115 

140 



201 



j 

56 

84 

98 

il I 

i 128 

1L :i.i. 


159 

187 

175 

.1, . 

/il 

215 ; 

244 

258 

J 272^300 

' ^ ‘do ' 

■ 8b’ ' 

1^0 

’^0 

140^ 

160 

' 180 ' ' 

ibo 

^”2^0^ 

' 240^ 

Tbo ' ' 28^ ' 3b0 ' 320 


355 I 


W88aS:myTOdone 


315 


80 ^ 


60 i 


401 


201 


42 


70 


140 


115 


58 




84 98 


128 i 


230 


201 


187 


217 


258 


157 175 .j 244 


272 286 


'm/z-> ' 40 60' ' sb lOO 120 l4b 160 180 200 2i0 240 260 280 sbo 3^0 340 


762080.D 


Tue Jul 12 12:05:20 2011 


Page 2 


Folk OIG PRR 040900 

































Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM6\12_31_10\762081.D 

ASD 

1 Jan 2011 10:42 

BLANK 
SLD 
2 

DRUGS 

RTE 



I 


0 


hme--> 2.6 o ' ifeo 3.00 " 3.60' 4.bo 4.50 5.00 5.5o ’ 6.00 6.50' 7.00 7.50 8.00 8.50 9 .bo 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


762081.D Tue Jul 12 12:05:23 2011 


Page 1 


Folk OIG PRR 040901 
















